PUBLIC MEETING #3 

September 8, 2020 


ARLINGTON RESERVOIR 

Phase 2 Design & Implementation 
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TONIGHT’S AGENDA 


PUBLIC MEETING #3 

September 8, 2020 


• Main parking 

• Beach area 

• Playground 

• Perimeter trail 

• Reservoir bank 
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THE PHASE 2 PROJECT 


PUBLIC MEETING #3 

September 8, 2020 
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THE PHASE 2 PROJECT 


PUBLIC MEETING #3 

September 8, 2020 


• Filtration building 

• Concession/bath 
house 

• Picnic pavilion 

• Seating 

• Trail amenities 

• Invasive species 

• Fencing 

• Access to beach 

• Accessibility/ 
inclusivity 

• Playground 

• Boating 

• Fishing 

• Volleyball 

• Pickleball 

• Signage 

• New plantings 

• Connections around 
the pond 

TOWN OF ARLINGTON 
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PROJECT SCHEDULE 


Design & Community Engagement Process 

Design Development (6 weeks) 

Playground working group meeting #1 

Playground working group meeting #2 

Public Meeting #1 

Public Meeting #2 

Site walk with Commissioners 

Playground working group (Commissioners) 

Public Hearing 

Permitting 

Site walk with Commissioners 

Construction Documentation 

Construction Phase 

**Phase work to open beach for 2021 season 

Project Completion 


TOWN OF ARLINGTON 
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June - August 


PUBLIC MEETING #3 

September 8, 2020 


July 1 st - September 4 th 

July 13 th 

July 27 th 

July 28 th 

August 11 th 

August 21 st 

August 24 th 

September 8 th 

September — October 
September 4 th 

October - January 

January 2021 - October 2021 

November 1,2021 




MAIN PARKING CONCEPTS 
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MAIN PARKING CONCEPTS - BOAT RAMP (ALTERNATIVE) 
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September 8, 2020 
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MAIN PARKING CONCEPTS - BOAT RAMP 
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September 8, 2020 
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BEACH AREA CONCEPTS 



Lifeguard 

Tower 


Hexagonal 

Benches 

Beach 

Area 


336 


Hexagonal 

Benches 


Proposed 
Tree, Typ. 


Volleyball 

Court 


Armored 

Slope 


Overlook 


Picnic 


MONUMENT 

Pavilion 


Picnic 

Grove 


Concessions 


Chain-link 

Fence 


176.1 


up#vz 


^ \ 171 2 


Entry Stairs 
and Ramp 


Lifeguard 0 
Tower 


Swimming 

Area 


m -t 


o 

Lifeguard 

Tower 


A=8’U 56 

-Check-in 


L=94.45 

Area 

Ch=94.36' 




ADA Concrete 
Pathway 


Overlook 


Plays pace 


Pump House 


Gateway/Entry 
Food Truck Area 
Drop-off Area 
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TREES AT THE BEACH 
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September 8, 2020 
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TREES AT THE BEACH 


PUBLIC MEETING #3 

September 8, 2020 



ARMORED SLOPE; APPROX. 1:1 
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TREES AT THE BEACH 
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TREES AT THE BEACH 


PUBLIC MEETING #3 

September 8, 2020 
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SITE FURNISHINGS 
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FLEXIBLE PLAY SPACE 
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UltraBaseSystems Court panel, 1 1/4" x 28" x 28" (3.2cm x 71.1cm x 71.1cm) 




(rol 

led or vibrated into sand) 

Non-woven Needle Punched Permeable Fabric (6 oz minimum) 

Sand or Fines, compacted and leveled 
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UltraBaseSystems Geosynthetic Stabilization Permeable Fabric 

Additional Compacted Leveling Medium if needed 


Existing Compacted Subgrade or Aggregate 









































































BEACH AREA CONCEPTS 


PUBLIC MEETING #3 

September 8, 2020 
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BEACH AREA CONCEPTS 


PUBLIC MEETING #3 

September 8, 2020 


RINSE 

STATION 



RINSE 

STATION 



FLOOR PLAN 

1 / 4 " = 1 '- 0 " 



CONCRETE SLAB 
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BEACH AREA CONCEPTS 


PUBLIC MEETING #3 

September 8, 2020 



WEST ELEVATION 

1 / 4 "= 1 '- 0 " 



TOW 4 , 


FLOOR LEVEL 

O'-0" * 
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PLAYGROUND CONCEPT 


PUBLIC MEETING #3 


• Combined play 

• Several components 


• Wooden equipment 

• Rope course 


• Shade via trees September a. 2020 

• Paved walking path 



Plantings 


Boulders 


Upper Level 


Embankment 

Slides 


Wood fiber 


ip 


Swings 


Boulder Climbing 

I - 4 


Rope course 


Tables & Seating 






Benches 
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PLAYGROUND CONCEPT - EQUIPMENT 
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September 8, 2020 





Boat (8’ ht) 



Climbing structure 




Parkour (9’ ht) 


Spring riders 
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PLAYGROUND CONCEPTS - EQUIPMENT 


PUBLIC MEETING #3 

September 8, 2020 



Belt Swings Group Swings (nest) 


(accessible) 

^Available with traditional 
ADA molded seat 



Pendulum Swing 
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PLAYGROUND CONCEPT - EQUIPMENT 


PUBLIC MEETING #3 

September 8, 2020 



Boulders/climbing 



Playful seating 



Picnic tables & benches 


Tricycle track 




Nature play 
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PLAYGROUND CONCEPTS - SAND & WATER PLAY 


PUBLIC MEETING #3 





HM 




IFTCVT.nift 


September 8, 2020 
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PERIMETER TRAIL - CONNECTIONS 
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September 8, 2020 
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PERIMETER TRAIL - SURFACES 


PUBLIC MEETING #3 

September 8, 2020 



Approximately 

$ 6 /sf 

• Needs re-grading, weeding and 
topdressing. 

• Can be soft in spring thaw. 

• Avoid installation on long pitches 
of 6% or greater 

• Accessibility: full with 
maintenance 



Approximately 

$ 8 /sf 


• Needs re-grading, weeding and 
topdressing. 

• Can be soft in spring thaw. 

• Avoid installation on long pitches 
of 6% or greater 

• Accessibility: full with 
maintenance 



Approximately 

$20/sf 


• Slip resistant 

• Resistant to freeze-thaw 

• Accessibility: full 

• Permeable system 



Approximately 

$25/sf 


• Slip resistant 

• Resistant to freeze-thaw 

• Accessibility: full 

• Permeable system 



Approximately 

$ 8 /sf 


• Needs re-grading, weeding and 
topdressing. 

• Can be soft in spring thaw. 

• Avoid installation on long pitches 
of 6% or greater 

• Accessibility: full with 
maintenance 
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PERIMETER TRAIL - OVERLOOK/FISHING PIER 
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RESERVOIR BANK 


PUBLIC MEETING #3 

September 8, 2020 


□ 


LEGEND 

PROPERTY LINES 

EX. MAJOR CONTOUR (5’ INTERVAL) 

EX. MINOR CONTOUR (V INTERVAL) 

AREA 'A' BANK RESTORATION: > 12" 
VERTICAL BANK CUT - ACTION PROPOSED 

AREA 'B' BANK RESTORATION: < 12" 
VERTICAL BANK CUT - ACTION PROPOSED 

AREA 'C' BANK RESTORATION: STABLE 
SLOPE - REVEGETATION PROPOSED 

AREA 'D' BANK RESTORATION: STABLE 
SLOPE - NO ACTION PROPOSED 

SIGNIFICANT INVASIVE POPULATION AREA 
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RESERVOIR BANK 


PUBLIC MEETING #3 

September 8, 2020 



6" CLEAN TOPSOIL 


12' COIR LOG 


EXISTING GRADE 

BANK REGRADED TO 3:1 SLOPE OR LESS 
AND COVERED WITH EROSION CONTROL 
BLANKET ON DISTURBED SLOPES > 3:1 


16" COIR LOGS STACKED 


EXISTING PATH 


EXISTING NATIVE VEGETATION 
TO REMAIN 


NEW RIPARIAN PLANTINGS AND 
SEEDING 
(SEE PLANT LIST) 


CREATED AQUATIC 
SHELF 



EXISTING PATH 


REGRADED AND REVEGETATED SLOPE 


AQUATIC PLANTINGS 
(AS REQUIRED) 


RESTORATION SLOPES TO BE 
SCARIFIED TO A 3" DEPTH 


EROSION CONTROL BLANKET 
ON DISTURBED SLOPES >3:1 V3J )J 

EXISTING GRADE 

RESERVOIR 
WATER EL. 156.8 +/- 



AREA 7VBANK RESTORATION: > 12" VERTICAL BANK CUT (TYP.) 

Scale: NTS 



AREA 'C' BANK RESTORATION: STABLE SLOPE - REVEGETATION (TYP.) 

Scale: NTS 
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PROJECT SCHEDULE - NEXT STEPS 


PUBLIC MEETING #3 

September 8, 2020 


Design & Community Engagement Process 

Design Development 

100% DD Set 
Cost Estimate 

Permitting 

Construction Documentation 


June - August 

July - September 

September 18 th 
Early October 

September — October 

September - January 


Construction Phase January 2021 - October 2021 

**Phase work to open beach for 2021 season 
Project Completion _ November 1,2021 
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